To:  Wise,  Robert[Wise. Robert@epa.gov] 

From:  Lisa  Graczyk 

Sent:  Fri  8/14/2015  8:19:12  PM 

Subject:  RE:  Data  and  DVRs  - Region  9 Gold  King  Mine  Samples  (email  3) 

In  the  Subject  of  the  first  two  emails,  I had  put  "(email  1 of  2)”  and  "(email  2 of  2)".  So  email  2 of  2 didn't 
have  files?  I'll  resend  those. 

Lisa 

Lisa  Graczyk 
Project  Manager/Chemist 
405  N.  Wabash,  Suite  1101 
Chicago,  IL  6061 1 
312.305.6745  C 


Scientific  Minds.  Common  Sense  Solutions. 


— Original  Message — 

From:  Wise,  Robert  [mailto:Wise.Robert@epa.gov] 

Sent:  Friday,  August  14,  2015  3:11  PM 
To:  Lisa  Graczyk 

Subject:  Re:  Data  and  DVRs  - Region  9 Gold  King  Mine  Samples  (email  3) 

The  first  and  third  emails  had  files.  The  second  did  not 
Sent  from  my  iPhone 

> On  Aug  14,  2015,  at  2:09  PM,  "Lisa  Graczyk"  <LGraczyk@css-dynamac.com>  wrote: 

> 

> Attached  is  one  additional  DVR  not  on  the  other  two  emails. 

> 

> Lisa 

> 

> Lisa  Graczyk 

> Project  Manager/Chemist 

> 405  N.  Wabash,  Suite  1101 

> Chicago,  IL  6061 1 

> 312.305.6745  C 

> 

> [cid:image001.png@01CF7B54.5666A2F0] 

> Scientific  Minds.  Common  Sense  Solutions. 

> 

> From:  Lisa  Graczyk 

> Sent:  Friday,  August  14,  2015  3:03  PM 

> To:  'Wise.robert@Epa.gov' 

> Cc:  jonathan.colomb@westonsolutions.com;  Beckley  (Magowan),  Patricia 
(Patricia.Beckley@WestonSolutions.com) 

> Subject:  RE:  Data  and  DVRs  - Region  9 Gold  King  Mine  Samples  (email  2 of  2) 

> 

> Attached  are  the  data  validation  reports  (DVR)  and  a table  of  the  surface  water  data.  Note  that  we  are 
validating  the  sediment  data  today,  so  no  DVR  yet  for  that. 

> 

> Lisa 
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> Lisa  Graczyk 

> Project  Manager/Chemist 

> 405  N.  Wabash,  Suite  1101 

> Chicago,  IL  6061 1 
>312.305.6745C 

> 

> [cid:image001.png@01CF7B54.5666A2F0] 

> Scientific  Minds.  Common  Sense  Solutions. 

> 

> From:  Lisa  Graczyk 

> Sent:  Friday,  August  14,  2015  2:59  PM 

> To:  'Wise.robert@Epa.gov' 

> Cc:  jonathan.colomb@westonsolutions.com<mailto:jonathan.colomb@westonsolutions.com>;  Beckley 
(Magowan),  Patricia 

(Patricia.  Beckley@WestonSolutions.com<mailto:  Patricia.  Beckley@WestonSoiutions.com>) 

> Subject:  Data  and  DVRs  - Region  9 Gold  King  Mine  Samples  (email  1 of  2) 

> 

> Rob, 

> 

> I'm  sending  these  in  two  emails  because  of  file  sizes. 

> 

> Attached  are  the  original  data  packages  from  the  laboratory  for  everything  received  so  far. 

> 

> Lisa 

> 

> Lisa  Graczyk 

> Project  Manager/Chemist 
>405  N.  Wabash,  Suite  1101 

> Chicago,  IL  60611 

> 312.305.6745  C 

> 

> [cid:image001.png@01CF7B54.5666A2F0] 

> Scientific  Minds.  Common  Sense  Solutions. 

> 

> <image001.png> 

> <DVR-R9-Surface  Water-AuglO-Augl  1 ,pdf> 
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